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2006 

23/ ./2005-3rR 3?R (^r-Hl).- 

1.0 


1.1 2003 ^ £TRT 3 ^ ^ ^ 12 i^5^. 2005 ^ 

^ 3tRRJJ^ % I 


1.2 10^. 3(k ii^f 3T^ ^ ^ ctrj ^r. ^ ^ 

3rtlr^ ^ ^ ^jcqr^ «mr ^ cf>t ^ m\ t 

^ 1000 ^ ^ ^ 5# vI'TeTSEI^I ?rf^ t 3^7 

^ 3fk bll^dHSblcfl'^ ^ ^ ^ f ^ t. ™cft ^r 57* ^ 

(f^TPm %iiT^ ^ ^R?n t I ftigd ^t5r ^ aiFmft # Tnft ^ ^ g5t 

^S^TcrSJdT grpT ?f5T t I 


7.3 ^ 3ik 7T^ % ar^grcr £H7r% ^f srHTTsf f 

3Rr: W?r tR 1^ Tftzn ^ f^rtr ^ 

3d^rm4 t I ^ ^ 3TT^ ^r M ^ 3(k #Tff ^ 7^7 ^r ht% ^ 

cT^ ^ %g r ^pRff ^ ^ ^ fir^ ^ ’svcramr ^ 

'mn ^ t t\ 

1.4 ^ ^r 3!T^f^ ^ -GTW ^ Tfgf^ ^ ^ cl^ OT»#^d3ft 

tg viM^Vicbtii (gsR 7fii^) ^ 3flf^ cf^ gfJ^Rvid cir^ 9\mH<b ^ 1^ 

TTcfTSiJot f I cPT f?t^F>RT 3^7 f^fWr ^ cf?^ 

^ «RcTT TTRT-TTTSr ^ ^T f^^TTO ^ f^tT^ I TT^ gft 

7T^ ytftddiaft 177 fcT^N ^ f? ^ f^PMT^TT 3R?T?[ STTOW t ! 

(1) 


.^7(.iI/2tKI6 






THE GAZETTE OF INDIA: EXTRAORDINARY 


2j0 fWlfll IWd 


^ 3Tf 


P arRrf^^, 2003 ^ EIKT 3 ( 1 ) ^ ^Rcf>R- ^ ^ftfrT R^MU| 

f m\ 11 ^ ETKT 3 ( 3 ) ^ ^ 

^ ^«TT 3mr ^ cf>^ cfiT 3Tfircf5R m\ % \ 


2.2 ^rf^rf^POH ^ ^ ^ 3rt«TT ^ ^ t % IcT^ f^PmiW 3TFTtn 3tk ^r52T 

ftjgp fiiPmiHcb 3rRfm ^ 3?firPnm c^ ?TRr 61 ^ f^rwJT ^ 

^ R«MKH ir ^ ^ #»t I 

2.3 ^f^Pi^H ^ £ir?[ 61 ^ sncrgpT ■'mr t ^jcmic^h qNM 

i?jT^ ^ fciTj ^ PwkuT ^ f^iimcf> suifm. ^ 

^ R5Rid ^ I 

2.4 qiRlPi<^*l ^ yfiqi^M ^ 3 la 4 a C|^ gRT PtqiH^ ^ ^ f^qi %, 

vSft 3R7 ^ ft?R^ ^ ^ ■•ftfc^-ild f^d^dl ^PTH? ^ Wfm cp^ i 

3.p P5T ftPSRT 

^ 3jk ^ ^ WRt 3lk 

3iRfm ^ afk wnIM (t^ :^ro^) ^ ^ 

t I 


4.p 9IW 

^ ^ ^3^ P^HI jdK # 


(cp) ^ XR ^ ^ ^xTcrsmr wn, 

(^) ^ ^ fMP oqg^rfer 3tk ^ cp^, 

(Tlf) ^i^^^Tl^4>H ^r W^ldl ^ Pl'id'^dl ^ ^ 3tk ^ v»l'1Ra*^ 

^ cfR tlR^ I 

(q) ^ Mlci'Wtll WT ^ 3lk 3nxjJ|^ ^ TjuTcTdl ^f ^ggR cfR^T I 

5.0 ift ?rf?r ^rmHr ^feptin 

5.1 ^ ^r qfcRq^ ^ ^tht^ ^ir^, arf^ff^ cf5t 

Mwaft ^r % ^ t I SrfcTOTrf ^ ^ cTFm ^ cprft ^ ^3Tf^ cRTT FtTleB 4 ^STcTT 
d nf r ^d ijajt ^ ^ ^ I ^ifrRxmtd^ ^ ^ ^ ^ “gto 

I ^ 19 W^, 2005 ^ ?rRT^ srf^RJERT ^ ^5Tf^ HKJH 3T«mr 


■ (■l-II.M !► • < It t 
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^ 31^ cHIf'^'^yKcfrl SRT f^igcT ^TO«r %5 Jff^ m 

mrif^ ^ j^?T ^ ^ ^ 11 

f^mur BT?^m gRi sitcRqgh^r^ w % f^g?T ^ ^ ^ 3^g?'^Ig>tIra^f 
cpt 5m<T f^ vsn^ ^ ^ ^nir^ sr^rar 

^ f%f%cT ^ ^ W ^r WT ^ ^ ^ 3jk 

^ ^ ir 3n?ITf^, tRqf> t%#RT ^ ^?T?RT #n WT ^ TO# f#j 

^ iratvjHTsJ f#chRlct)^3ft SRT ^?qT^ «mT ^ f^WW uTBT ^ 

^ 3 Tf^r|f^ ^ ^ f#> f^mn ^ 50% ^ sjfiRy ^ ^ l 

■zi^ 'm#v5rt^'^ ^ cf>t ^ tm # ift ^ ^ vadncjd 

^ MI^MUI qf^ztN-fT3ft ^ tf^ g>T ^ ^ ^ 3raf^ ^ 3?«im ^ 

fciRqiHch sr^fm ^ ^ ^ ^ f^rf# wr ^ yf#wit 3 trwi 

^ ^ t ^ «fT^ ^ yt#>zn ^ 3TmR m uTBT 1 

5.2 yfitw# ^ ^Rd#tfj erm ^qgcKT wrr ^ ^ ^ i an^ 

^ cprft ^ ^ ^f5t Tsm^ ^ 1 f#pFT Pnm<^ct>ttl ^ ^ cj>t 

guTTOT # ^ I 1#gd ^ ^ f^rf# # efT# %g Mm 1#?t? ^ ^ 
uRfRcT ^ f^m# vJMMt<WT3ft ^ fM ^ W ^ I 3#^ f^cRUT Mfe ^[RR 
^ WTORT ^ ^ ^ ^jRUT 3RT#^ ^ ^ HMdl 5m<T t, 

t^m# mM ^ 3fmR m ^gcr#^ fe# # vjffewn? f i 

5.3 d^lc^, cWI f#?R^ ^ ^ ^ f^pjm ^ 

3mjTf^ %g tf^ -ftl# f^if^hd ;Rg<T t i # ^teft 

^ ^ ^ ^ ^ ^ 6.1 3fR ^ 7.1(6) # t I 

^TMd ^?g3ft TR ^tR^ ^ 1%^ MT t I 

(?S) f##7T 1R ffef 

^ ^ ^ M ^fR# ^ 3jk f##?r ^ viRvfcf ^ TOJ 

cf^ ^jRfRd t I f^# ^ 1^ ^ 3ira>ffcT ^ ^ ^ ^ ^ 

yF<T ^ ^3^ 3R?T ^ TOTO >(<ai mt? dff#> 5TMT ^ ^vR cfR# 

# ^ ^ I fte# ^ t^m# m f#^m ?fR# # ^r^ 

viCMKH ^ ^1 

3TRfr^ ^TM 3#^ ^ Cf>t Mlf^d cf# KM # ^ 

^cCTTM ^T%#3Kr3# ^ ^ fe# ^ cf# ^ arfeRjf^d 

^f^Vrr, f^RRjT ^m#3TR# gRT Grg^RUT f#>?TT ^jTTMT ! ^TT^ ^ ^^TR^ gRT 

3Tf#^?jRR fe# ^ ^ 3 ?rM ^ ^ ^ 

^ ^ 3mmT vsttmt, ^ ^ vjftf^ cf# km # ^ wmt 
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[| Part I—Sb:c. 1 ] 


I I # f^noTw ^ ^ w^fk 

^ 1 


I : ^ iJvjflJR oIFRT ^ 3T537k 3TFkl ^ 

i cf5^ fcfj ir t 3fi^ ^ ^RT cF^ ^ an^M 

I eim ^Hlchl ^ uTHT I 

' ^ 

I Wfc^ch>iui- ^f3ci(^l' 'CF? ^ jkkHTsf cfMt ^ ^ 

3mm k^RTEJk ^ ^ fcTcnfrf^ 4 

im^ ^3^ 3imRcb ^ ck 

I kj tkfT ^ (^) 4 #HT3Tt ^ 3?^2Tkk ^ I 

i ! ■ 

c^#zi 3iTJfR'juft w cTm ^ Tfim ^ Pni^ g5t tsfif^icfi aicRsn 3IW'ficBm 

tl 

! 1 

I 3mfk ^(3ticf) TR eim m ^ ^ ^ tjf^cbjui ^ ^ 

1 wf|mTT3Tt ^ ^ wm w ^ t i 


^ amfk tr kcPRi cZRwr ^ ^ feR" kcm tr 

^ ci^ xr> ^ ^ IcRri cjnw 

I m%?! ^ jr^ci 4 3t^ mk ^ ^ 

■ ^fjjR dcb-flchH XR ciifi^iR^cb ?TfM ^ mk kRimr 

' 3fk Wjf^ cTTRT ^r ^ ^ k>m i 


(is) ^Q^<9 

kkkRT3Tf ^ TjyffRT c3TRT ^ krT ^ 70: 30 ^ ^ 

3I^qk ^ 3Nmm vilRT I kM ^ ^TccRT 5Rd Tf 

‘ I ^ tfpT^ ^ 3lkm ^ ^ ^ sfrFRT mRd ^ ^ 3ff? 

' ^ vJM^chidi mk ^ kkkRT ^ 41yJciflR5- gtur ^ 

' 3fmi mR?! ^ sfk ^ ^ ^ ^^T^rmn Tik ^ ^ ^ mt eoh ^ ■'?^ 
fi? i3Tf^m ^ mm I kmnm ^ ^ ^ 

^ cTRdf^ dq^Vi ^ wm ^wtt i 










[<^PT1—1] 
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(^) 

3lk mR'H«^Ri41 ^ ^ ^ ^ 

t I 3Tf?rgJ%RT ^ ^ ^ ^ ^ ^ xj^ ^ tttt ^ ^ 

^ fin? ^ ^ ^ v^Ti^if I 

^jje2T?5ro ^ ^ ^ om^ ^ intnspr tg ^ #1f i 

■*j^^ra ^ fcT^ f^ 3 t 1^ ^ \5Tw ^ ^ ^n% I 

(^) ^ wm 

^ TTt^TvR'^ ^ 3mftr TFlTT WxIHI cF^ rftc^^Tf^d f^ v5[HT 
’Enfl^ I ^ ^ 3T^[2Rff ^fRteRT ^ ^>RDT ^ €1^ ^ STRM ^ 

OTJfrW3Tt ^ €ZTr^ fq M\?^lf|d ^SFHT I 

(^.) or?7RT: 

^ f^FTcTT ^T#Hft uftfe^ ^ ^ #rt I f^M g^3ft ^ 5fM 
^ ^ cF^ eTFT^ ^ 3?gJTf^ ^ 

^T%1? I ^ RT^^FH ^ MR^')v;m3ft ^ ^ ^TTfll? W f^ ^F^T 

prfc>^f?»T^ ^ ^ srmrr ^ ^ 11 

(^) SraicR ’fRt® 

OT'jfrcKfT3Tt ^ ^d)^4ct7 wm^ ^ ^ sft? 

3ra)dfTi^^ ^ £2jpr ^ vS'Mgchi f^g^RrH f^Fn? ^ vii^ 

I ^ 5.3('^)(2) A vjfecrf^ "HT^ ^ ^cF^ ^ ^ cFTcTcT " 

PiijiH"ct> tR ^ xn1%^ 3fl?* f^mrw 3lk ^ ^ ^ ^fjt ^ #=fT 

trrfltj I axTRH^ ^cr ^ ^iffld ^sfht vst^ t i 

^ ^ '3fT^fR ^5Tm3Tf ^ yfcrftltcT ^ fq, ^£H, -^R v3M4»<u|1 cF^T 
■^fJFFW, ^RFTcr^i Sl^f^, viM'+ilcKtiSit 3nf^ ^ ^left '^i ^ ^?R ^ ^ yleilRlcnl 

|q ^ I ^mcT q^ wniPra 3T«nRrr ^ MBrt q^ fe^n vsfht 

^Err%? I 


sfn^FT, f^ iJTf^TcFRw ^ wr?f ^ 3ik wf- 

wr ^ w^i^HTd ^ aifiRjIxm cf?^ i f^f^rmrrcFj sTKfrn 

(■q^3TR^) ^ ^FTTO^ I ^ ^TTR# ^ ^ f^TB^ ^ ^ ^ 
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^ ^ cl?t ^ fcl^ 3TRt7T, ^ 3TH7PT 

^ t 3fk ^ 3(f^RjRRT ^ ^ c^. 

WT ^ ^ tr5tcf>T sR^ t I 

^^cicbl c^ ^ ^?r3?7 fct^ Rf^^niHcb ^ 

vim^TT I Rd>!Ul ^ ^ ^ ^ ■^fecf)'|uHld ^H^Hd l 

^ fiTTT f^iilHch ^ ^ ff^cf>\u| ^ ^ cl5^ I 

(li^) HcS^^uT 3ik sngf^ciHcb^ui 

^^TcTT ^ d41cb>!U| 3f|^ Sn^f^Rf^TcRnT ^Wd ^]#r^ 

i^^H) ^ Mlr(^if§d ^ ^1 j^Hc]ct7 cfjj 1%^ 

f^HT^ 3ft? angfftcfftcf^ c^ 3frcOTcff ^vjft-Jid #, ^ 

f^RTft 3TT^ ^ ^ ^ cf ?f?frf^ TTm^r eft ?t4£r 

ft ^ ermr^rat eft ^en? ^ cnftt ^ cfj?ft 

' 5ftc?ft^ ^ ftt ^rftft^ ftr I ^ cTTftt eft fftftr Tjpft cTFm 3ft? 

: ^ 6PfKt eft vT?)^ t % 3TRftjT ??T^ I 

(vjT) Kslgcuflij 

1) 3rf^rfft^ ^ ^ 61 ^ 3rpT? tf^ ^ ^ '?Rff ^ v^V-^eW 

i 3TPftT[ 3T^ ^ ^ ?TT2T-?TTST Rf^Ejidl ^T [ft^f^ld ftt^T I 01 3fft^, 2006 ft 

^ ^ villft cilcft fftrftt ftfft?) eft fefV V^TcfT^ftt 3fcpTTCJ uflft eft feT? 3Tf^*ll'Td: 5 ^ 

^ fft'iid'^ 3T^ ^ I ?t^ 3lfftRllddl ^ 3T^ oyid^lfftcE cf?T?ftt ft 

Plill^lcE 3TTftftT ^ v3[?Fift TTTft ^ q? cl fcRRUT eft fftftr 3TTftft^ ^ q? ftfti ^ 

^ Rldftui 3Tdf^ ftt ^ ?T^ t I fft?TO=ft2T 3 TTc|t# ^ ^ ft vl^l^^ckl 

3TTftt^ ;m 31cr& ^ Xth^T^ ft STJJITT ^ ?Tcf^ t cTm 3ft? 3Ttlr^ 

3ftc[^yn^ ^ q? Pjii^u) ^ Iftft ft t I 

■ 2 ) ^ didft VJ16I ^ ^ clftt ft tTPt 4^ ft cpFfft cf^ ft c[^ ![?■ ?E??d 

' viT?Rft Wr czicRSTT srftfftm ?^t? ^ ^r^rm* effttft" ?^ eftt ftrft Tirfftr^ i 

3Tftf^ fftiWT'HHcfj eft fcf^ viM^eW 3TKm Snfttfftm ^ I 

^ddft ft^ ftteft eftr ^ ^?ft eft 3flc|^d^ fftWcT ^ ^ fftffttT 
eft fftn? ft 3TOTTftr ^ ^ I 

3 ) ■ ^<m\< fftftOT 31^ ^ ft ?T?TO ftt ^ ^ 

3TTftftT ^ f^fftdmch 3TTftftT ^ ^ dWT vJFTId^ fftfftWT R? E2TR 

xirfftiT I Rft^u[ 3Teft^ ^ >dHlf5l R? ^ ^ ^ I 

. 4 ) eTFTcft ^ ft Tfi^ OT>ft^3ft ^ ^ PidBid ^ ^ ^ ?niRft 

'dTcft oTFTfti ^fft ftft^ ft I fftdf^d ^ ^ ^ ?lcfTft cTfcft 



['tTPTI—1] 


: aroWtFI 
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eTFT?flr(#fJr?T ^ ^ t ^ c^PTcT. ^ crp^m, m ^ ^iw^, 

f^-^ci yi^R(ct> ^ ^r f^TOT ^ c^pmt 4 

f^RcTT I 

5) ^rrat^ ^ ^ ^r ferr-f^^^^nr ^ 1q5t 

eiRI 62(2) ^M^£F6 STT^k q»r 7T^ 3lte?R t 1^ ^ 

f^rgt^ ^ f^TcR^ ^ ^ ijssrcf? ezM ^ ^ cTT?#fraT^ ^ 

^ I 

(9r) ^ii^H ^ 3ttnf?r cim 

^ ^ MRqVjHik|(OTici^ qRqTq ^ fcm^) ^ ^rRrt t>tT 
^cHT ^ ^ 3Ti!r«TT^ ^ vSR^T^ t, ^ tRq? tp^ 

WT cp^ ^ qrqr ^ q^r 'ift ^ e^h ^r w ^jtht 

?nf^ qfM^ f^cM<(Tcbt q7rtt<T ^R[R 1^ w ^ I 


5.4 ?q vSTH^ t ^PHT ^ ^ ^ 3fR OTil'I'q ^ ^5^ sfR 

Njqg?? eFTT^ ^ arf^T? t 3T^ ^ ti^Pict arm q? qq wt ^ ^ q? 
ylMPfcTT atR >HWpff ^ wfm ^ ^WT ^ # I 

^ qm# ^ ^q?r ^c^fr anf^ q^r ^?qT^(WT arrf^ 

^ qft^ qrmr t alk otr qxj qn ^ f^rs ^ 1^ ^ qr^ ^ 

^aq^fr^aft q^ w ^ ^ ^5PT>t arfim? ^ 11 ^ mR qq 5 ^^^ 

q^rqm^ afl^ ar^qg^m t I c^fer 'Scqi^ q^r ^ wd^rai ^ qq q^fiuR t f?p 
-^uiqrnq^ aflq 1cpqqzr#t qro qr^ ^ I fci^rqqqT ^atnflqrn 
SRT WTf^m qq qio^ qrqqpfr q^r crqq q^r eon A 

^ qftl^^^^eT^qq q^oq >5^M ^ ^ ante) ten^ 

qjTqf^ft^afRq^^qr^qq^tvfqR^arq^^^ l 

^jqteqraft q^r qrte afR qfcR^teqq? q^tqqf qq Rr^ >3qcr^ q^ qq^ qeq 
q5t qrf^ %g qr^ t q^ qte qR qq w qm? 1 

5.5 q^. arf^Jteq ^ qp?mqt ^ argqR teqn ^ ^ qfq anqq qR^ q5t qr^q 

^ 27-1-2009 t ette f^^R ^ q^ ^ qfBT^ ^ te ^ qqq ^ qRf^ 

argqf^ qqn qRdt ^ q^ f^^qrqq? amftq fq 3?te #qr ^ ^ ^ 3Tqq? q^t x!p^t qfq 
ansfWT qp^ I 
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[Part 1—Sec. 1] 


6.0 ; 

t I WT^ ^ ^?IoT ^TrzfcZjm ^ vdc^ICclH ^5Rn^ f | ^ 

f\. %fr ^ wr ^ ftrtj ^ m ^ ^ 

^ I ^ >3^ ^ ^ R f Hii^d ^51^ f I 

i 

p.i ftgcf^ftuiRr 

^ 5.1 Tf PiyiRc! t, Trrft uiWf cf^t ^ ^ 3T^,. 

t[RT 19 viH^, 2005 ^ ^ ^ W?t ft:?n-Rr5?ft ^ 3TT#g5 ^ 

tiN^ ^ ^ Tfif^i?. I ^ armr^ m 

tiRo^ i 3fr? ^ virWi c^ 1^ ^}«l^ ^ 3T^ ^zTwn # I 

?ZRd^'ct7-|ofh ttFT ^ ^ C^ v3cm^ SFmr ^ti^] ^ I 


6.2 tfH ^ 3ft? ^?Fr^ 

(1) ^rte 3n^ ^ ^ ^ 3f54^t ^ fc^ ^ tot? 

^ ^ omrar v3THT I ?T^ ^ ^ 3T^?rN ^nTeTWdi armiRd 

tR^(4^) ^ ^TTHT ^ 3Tft^, 2006 TO 3?TW fW T3THT t I ??I^3TR^ ^ 
t^u(4r|>HK ??r ^ ^ (^6n?^ ^ wi RrsrfRcr ^rro^ft cn^ ^ 

^ ?t43it ?r^f?r )TO RydK ^itto i v3'm^<w arr^ t?d? ^ 5 t^ c^ 

(iiIc|>KTdH ^ lt?-3ZR?RTTOTcfhT ^ ^ TO? ^ ^ cRI ^ ?r^ tl 

(j2) ^3^ ?R#^ 4 ^ TO #cf? in^ ’fmm 

gf%f^ -TOT ’mfl? I to aro ^f%s, to^ aro ^ ^ an^ ^ ^jqcT«i 
to ^ «TO^ cTTOI? ^ ^ 4 TOT^ ^R^RRIT ^ait 

^ 'd^dl ^ I 

(3) '^torr an^riRd totto ^ ^ tot^ A ^ cton flror^ wm^. 

^ ?m TO t^TOFT TOTTeft ?8TmT v3MgcW ^R^fTTOT ?mm ^ HUf^ 

M I 

0.3 jtftfel vIcMIdH \3M^ 4 oTHT 

c^fer TOTTO irfcRM ^?r^ ^ TO’ ?[tto 11 w\^ 

aipfm tR ^ cTTTO?^ to? ^F?^ ^Eirflx’ ^ c^fer Rrgd Tito cRr Ri^ ^ ^ 

tor?^ TOFT ^ I 
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[^1—-gP^l] _ _ . . . __ 

ch'qpra'l' HP; ^ cTT^ f^ ^ 

Ife ^ ^ t I 3{flrf^ SIM 63 ^ 3T^ ^ ^'ichK ^ qq 

ferrf^M ^ 3TT^ ^ tour irt ^ ^(^tor hpct qft 

w t I 

oqW'H 3ft? ft?-cZI'WdH<blH 3TnjfS ^ feP? cfW OT W^ft tnilq 

3ft^ ft qR?Tto q^r wrr^ ^ qRqMq aft^ mr^ ^ ^3to 

^sTTcTvjn j^iilftd fcj^ ^5rHT l 

ftcfft^T^P ?Jiq ft qft^rt 3n«iT% tor ft^tor qfttn ft •^rrm w ?toT t i 
q4t^ fttfsiftyH ^ atcpfef fM ^ qqrq q^ft ft^tof qft ^ ^ ^ qrq^ 

?r^ 3TPftq q^nft qft qq ?r^ iq cr>i^«^qd fciq o§tf?rq 
qw aft? 3pq ftqr qift yfr^ fftqftftr qft I 

ft ?Tq^ ^t^’?ift5f ?i^ tf^ ^ armr? q? qtor ^[toaft ^ 
^qtzpT ft ffe ft ?tqif qtoF>ffeft ^ ftt anq^.qR ?rq)ft t i •^. 

^ qni ^ qp ^ to ^ 3i#T ^ r 

6.4 qfg ’^awigH ?rftcT ^ ^ 

(1) 3Ttoa»T gT?T 86(1) (^,) ^ MTmyjft' ai'^^vq ft viM^^rl aTPftq ft ftft 
ft?nqftf q^ ^MePEfdi aft? ^cp? ftto q? qqiq qft etnq ft ?^ |q ftft ft?Tmftt ft 
^5^ gft qtorcT fftqffer q?? ?rq^ % 1 ^5^ ^sftq fc^q ftftr qtorq arafq: 
01 arftcT, 2006 qq> q?Tt^3TT^ft ^ tofftr qft qrrft ^ftRq? q? wj to l- 

qftrm ^ ?fqft ft arqtom qtord ?rmftr ^ ftw gq^iw^qj? 
?r^ to I '5T^= q^toft q?[ toq vsqgqd ator -g^ 

tof% ftto qftqdT ^ anqr? q? to vsnqqr i 

(2) qrftt ^3fto ^ to to toq tour ctoto tor q^nftqq an^Stoaft ^ 

to' qqq? amftfto to' to qtor ^ to arf^rfto ^ ^ 8'3 ^ aito 

qftotorq? tofr qto ^ -sto tor ton i toqf^ ft f? toftfftto qft tor ^ 
qto ft apq tor ^ ?Tm qlftto qto qftftt i 

(3) arto qft tonto ?rTto ft arfftfto ^ ijcq to?oT %| to toft 
^ to? ftofto to q^qj xirflq i f?^ ar^^ ftft qto ft Itor ftto to q? 

3to toto toft ^ qrsTq ft to ft I 


:S74i:/o6-'Z 
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^ ^ jnmcft %, ^ ^ cF>r 

5 iST^ ^ ^3m t i ^ ^ 

gft 3?gWT ^ t I ^e^Tfcbl ^ ^ ^TtTH ^ ^ t 3ft? ft 

?T*imT ft ft??TR ^ t I ft ft^^ 3m:?IvHft?T fft^ 3ft? ^Tfhll cl JTcITF 

ft fft ^j]Pra>T Pt’Tlftft ! sftf ftftft ft fftRtfft>?T >3t?ftr ^ ijfS ^- 

1. ft?T ft ydniw ^ fi?ra yrjfm ^>t ulrH i f^ ^ ftp? 

TnW w ^*ecR wn i 

2.i ^i^iRii(«i|^f*ti?r3n55Pi5rw^3fr7'T^if^f^yTT5W;5^ I 


7.1 flftHH ftvhwi 

(1); ^ ^ B'RltEROt afR TTRT if ^ ^ 3ftTi7PS?I tiR^ 

^ snj^tPrai flif Pidi'»>x af?r:7r3*f hix'ixi ^ f?Pj fiRvpi ^rer 

flft flrwn ♦ ?rfty ipjir ^ ^ Mf^^Rraf i; jwt^ ytratn jf^t jfiwTft?r ^ 

7W afR artllm’it «f»raraff qn ^ ftnn ^ ^ i 


(2)i- ’ftfir ^ ai^^ » i #!ni’ n tf l ’i gRrrftan 

JTO 'iR’iP’i ^ 3if?r il^yRUci tfn tnfi;? i ^ wi? ?fir hth if ^ jt? 5^ 
^wiRift SRI ftipRitr ftwn ^iinpn i ?if oi arffci, 2006 lil fiP]; M i 


(3) 1 irt ^ ahrfn 5 Wr Apnii aRi stor xjfrro Tfi^ 

amjR awrai «iflBi(^i»<ii aniR ’r RrefRu ftinr ^ 1 1 sniRH utt t 

ftrl’n^ jRiisft iPfrtxiRff ^ tiRw eim w wsiiRr ptWit smici) ^ 
I ms nt^n fn utr tw ’irftq RP ?g WiPira ; ftaiRV ’iR^ 
jpiijcft flRiiR ^ jrniftci =13!^ iR-?wr f?r^ gir scfRtiiftp aR 1 

(4) SRI PitriRa ^fe i i)iu i air ema if ^ s'? ^taat fSRaR ^ Rr armrfWf 

* ^ ^ as^ Tit’itf tfft flifti? I tttt^iRitt^ air tsaaf ipT fiRaR Ttaitrsst 
it jaw wrtf afR iftarar it aigaR anamaiaT ipt aai cmiii ^ 

aai^ afRafta ftaiaai ar^'ita’ff ^ aaain am} arRa ir^ ai aia aRat aift? 1 

( 5 ) ^’t)a amjRi ija> at a>f aiaflr ^ tfiR ija jraioB aaiff ptFia ^ ftp? 
iiPite aw ftfSiw aiaiai Tat ar aRaoi ampff ^ 5raTcPnaiai'’rpiai ijt ftwaa 

I 

(6) ITftttq/iRitf^.^ ararai aRw fcr^RPRat srt fttar Mfri'(ay(c*r* a}Rt it urRa 
aipiftia ^ vsippft I aRro araaraft ^ ftami ^ ftp? atRt afft^rr ^ it^ TRamr 
aiF^ ifItR fem-ft^ar laRt aRtf i xfia aat itt araf^ ^ aTErnr araniT ara f^rPrarw 






[»TFT1—1 ] 




n 


^ 37W ^ ^ ^ ^ 33f^ t(^ ^5.1 ^r 

t.) I ^ ^ ^ yftiilvJiH!^ g5^ tPip 

yR^'wyl^ch ^ 3Tm tr l^mfPd ^ vJfnjTff i 

( 7 ) 3TcT:^T^ ^ M'Wlf^^ ^ ^Tcild 33PTPft ^ ^ 

IJRT fell ^ 3T^ ^R*liui 31Tf^ \ji^ cpixcpl TTff^ ^ H<*>ix ^ 

3mrqT ^1 t ^ 

(8) swif^d vj|«7x^ ^ gdif^ ^ 

^ ^1 3 ^^ ^Ry^cit ^ sm?) ^ tRqj m: 

3rRTH I 

7.2 Ffft 3n^ 

( 1 ) 5RTT^ ^ TR ■?mB ^ feim 'H^dHJdlcfd’l m 

^ ^ >fh?m ^ 3Ti^ ^ ^ I 3m:wr ^ 

^ ^ gjRT f^rafRd ^ armRiR Pmm> ^ ^ 

WH f^cpRm. CFT? TOkH t I 

BlPl^Id ^ ^r ^ >3plf?c|d ^RRIT RR ?Tpt 15 ft dcHjfcf vif^ t 3<k ^ 
dch-fl^abl flPmd ^'dHId? ^ ^?T ^ ! OTJ^RT 3Tnfm ^ ^ f^=^R ^ f^r 

ftTRief ?ni ^ I 

^ ?TfM ^ eqiFT ^r f^T ^ 15 ^ ^ f^ ^ SRTT^ ^Fm\ 

cliW’fliJ ^\^ ^dT3Tt ^r- cF>Prqt ^ ^ ^ 

W 'dcncii % I 

( 2 ) "^M^cW STT^ ^ ^ 3RIT^ f^^dR ^ 1^ ST^feT ^ d^H 

JTRTcftdd d>r d?d dR^ c^ JTRTcftdd ?Tpr dd TJdJ 3T^dRr ^ dd dR^ ^ 
3TTd?dd^ ST^ZTdd dRT^ dR>^ I ^ ^ dTd ^RlRdd dR ^ BTptdt 3T^r«TT^ 

dd dTT^ t. 3TdXTd dR d>t ^ dd^ ^ feR #^^/XRT^t^ d^ dl^ 

JRdf^ ^ dHdd d^ dRdT dlf^ I dRdW yRT^ ^ dHdd ^ dM^dd 

8n^ d^ dt dR^ddRnfr ^ ^ 3?dH dR^ dTl%d I 

7.3 

( 1 ) Id tid’ddi ^ ftfd ' ^ TOfjR^ I#^d^(^3n^) ^ aTTddRT d«IT 

TRJ^^ %5 ^dStM d afj^oHt^H f^ W^ dlfld I ^ ^RTcT 

^^ddd§ ftdfR. yvft^llnd ^Sdc^dldT d ?fPr ^ d^ TTiPTR t I 
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Part I—Sec. I 


1^) j ^ W ^ ^ IIRf ^ ^3^1^ ^grT^TT, 

R^l'^d|<II Ml^tjui ^ 31^^ ^ im vifHT 


Rdyui 


!^?T^ cf^ ^ cfsn ^ ^ TIH^ ^ Tjg 3Tx?^ 

(^vjtcDl^M^iST fct^ ^ ^JSZT ^3^ t I ^?EHI ^ ^ 

^{rpficf|n3T? c^ f^ ^ ^juiqxii, f^TRE^m c^ Hi?^r%2fr ^ 

3T^r^jfeT ^ x[t1|i? | ^ 3TTTOI^ t f^ f^f^RlTW ^ ^ 
^ ^ ^ I 'm\^ ^ ^ ^ 

Cf^ ^jfvT^fFT wqr ^ ^Tcpm t I ^nVf ^ w^ 

^ ^ ^ gNT 57 ^ 3F3^ cTII^ffM W ^ 3TT?rft^ ^ # 

.^rri ^ ^«T ^ ^ ^ flSTT ^ 

3(15^ ^ ^ 5iTci?iR Wemr ci=5t t I ^ t PraiHcF? simW fct^ 
^rr^RTt ^ citW^^F) czj^ft^ ^ snci^ch-aiarf IM c^ ^ 

CF?^ I ^iPlcbKch ^{fefcrfM ^ ^ ^ llK? 3iq^ TJ^ 

f|cF^ WJ ^ 3jd'^^il Cf5t 'G^d^I ^F^ ^ 

^ ^Tjsn^ ^ 3FTO^ ^Rim t i y^id^id aroiT ^ yld^d i 

v^q'M^cK|l 3ik dl^'^‘>™y^t ^ ^ ^ ^ TT^ I - 

81.1 iRc^ ^ ^ CUT ebmi-«t2H 



3tk ^ ^ aroiT ^ ^£ji!^ ^ d^ 

T FTf^ ^ ^ 3TT^ afhrf^r^ dsn fcf^ sik 

^ ^qri'chTcF^ C^ HTd ^ tkq^ WdtupT -^ffl^rd dRcfe ^ ^ 


4 ^ ^ I ^ ^ d^ ^ 

^jl^fcrf^ W elPJ^ I 

(a) ^ 3mM ^ ^ ^ Tsq ^r wfkpdTart cim 3ik 

^ifW ^ ?td7 cFR^ c|=5t chl4Rf^ RchRld dR^t xnfl^ I PROT 3Tdf^ ^ ^zjfefclfM 
^ MRvid -ijt^lcf^ SRI cF^t dt ?lPmt cF5t ^cFIT 4 3T4^5TTf>d ^ W 

^ drkd 3Tf^ dT^ yfcRTd ^ ^ WdT t I kPWT ^ 3lk ^ifM 

^ f^ d? v5T^ t 3ik 41^ld ^ ^ ^ vJTf^ GW^ckiTS# ^ 

IM d5tl^ ^ I 


f 


( 


« . || 
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(3) ^ 5.3 (^ ?PRT t 1 ^ W 

^ t[t ^ w ^ ^ ^ ^ ^R«rM ^ 

^HT^lY^iH ^ ^ fcTq ^nrft<T ifw ^ ^ ’gflfl^ I 


(4) ^ "^^n^it ^ sim^ray ^ ^it ^ ^rmtn srt 

3?5?frfer 

^ ^sx^m ^5kot ^ ^ ^ ^ ^ ^ i 

( 5 ) ^ 3n^ t5f4 'gr^fd^' ^ q^Mr ^ smm 

i[, 3^<ift<T 3fl7 ^ ^r ^ ^ ^ ^ ^ amro ^ t 

I 3m^ ^Rq> ^eg>r 3<k wrT ^ ^mzm % ^ ^stht ^Err%T 

I^Rrt ^ ^ f^rft^ ^ 'H5bqurcM<jftq f^ .czra^ t i 

(6) McJtJI'^ W ^ ^ ^ tJSTpF? ^TvR?r 3ira!PTc5cll3T! 3fk 

^tT^ ^ R^cq #TT ^ 3TT^ ^ ^ ^ 5.4.7 ^ 

qfer cim 14 ^ qmeiFft ^ ^ ^ ^ t i 

(7) ^M^<w ^ ^ qq^ q 1^ wY ^ fMIr ^ 

3fq^ 3it7 % tf^ f^rahtq 3f|q f^mm? ^ ^ qrflq i q? qro#q t 3 t^1^ 

qRq^q q^ ^ 3 ttw q§t % qq# # aik qq^f^q 4 ^ 

qq^ ^ qr^n 3tqq^ cqf^qqiM ^ qq^ ^ qrfl^ 1 

8.2 'eixjT'W <MWvw«Mii! 3jk ofrn?ft #5 qterr 

8 . 2.1 ^kq? f^rqkq f^FTfcT%q ?T 82 |f qt sqm Rqr qfHT aqq^qq? t- 

( 1 ) ^ qnr c^q^'f qq %i wm wqr ^^qq^ t ^ qq^. q? ^m\f^ q 
^ srfer qq qqr t ^ q^ q^ 

qq ^ qiJT t I ^qq^cf c}i;fi>rfyqcb (t?^) ?Ti%qt q>r 

vi^iqq qq^ q§t aqqvqqqrT t. 24 t^ q^ arnp ^ q^q atk 

OT5qqq> qq xjkm 3iY q^ qq qen mr^ %5 ^ sr^flrq 

q^ ^JR^tqqq f^U I Mq ^ ^ ^ wftqqi^ ^ qft ^ tRqi qq 'IjqdM 
^ tm t ^ qmifim Hfq^ qq armrkq t, g^qqqqqqq? q?i 
qkt# ^ Pjqfir^ 3 n^ qT% qq 3 Tf§rqqq t I qq qr^ ^ ^ ^ 

# FTf^ ^ ftqrqqr qqq ^ arj#? ^ qq qK?rf^ 3fiqj^q q>^ 

qTf%q ?n 1 ^ ^gik ^qgqrq 3Tqq(^qT?^urr4. qqq qrk^ 'dk q5t f^r^ 

qrq ^^qrqq % sik ^ w ^qq>4t t) q^^ ^ qq q^ f anq 

qft ^ f^ftqqt ^ ^fgqrq f^q ^ 5 ^ q^ emm q«q ^ srf^rqqq qrqrqkrq q^ 

' 3?^qf^ ^ qr^ i ^ 




THE GAZETTE OF INDIA; EXTRAORDINARY 


(2)| ^ ^ ^ ^ ^ xr^ ?TPr ^ 

v5IT^ I ^ g>T 

^ I ^ ^ ^ Brftr ^ ^rr^ 

^ ^TTSfB ^ f^P^TW 3TT^ ^ 1^ t^ ^ f\ 

^ x^ ^ I x^ enn^fr ^ g>T c^ ^ ^ 

x(^ ?TPr ^ ^ arrnTJft ^ ^ ^ ^ 

im«r gettoit ^ ^ cir^t ^ tptt^ tg 

^^TvJTftf^ ^ cF5? t ^^!llf% ^ ^ I 

^r?fr/%^ cRiT ^f^oii^il ^ ^ ^ ^ 

^Tf% ^ ^^/4l^c'5TT |ch?PN 3Tl?lijJc^ cRT^ ^ ^ 

^ ^ 3r^ ?n^ ^ jFHT^ ig mw^ ^ ^ 

t i ^Tv^T f^rniFf^ 3?Rfm ?Tprqt ^ ^ ^ ^ 

4 ^ sntnR^ UltrHTB^ ^-y>^T^cb ^ ^ 

% I 

! ■;_ 

cTT?^ ^ ^?Tf^ ^ ^ ^ ^ 

I cTT^^aTT^ ^ ^Fq<t^ gc^rmr^ afR ^ ^ ftp^, 2007 ?t^ ^ ^ ^ 


^TTRft eTTf^fRRfr ^ VR^ fci^ET afR cT^rMt art^T# ^ xm ^ 
ft ^ ^ '. ^ 


3 5 ^fel ^ ^ Tj^ ^ ^ t ^rRpft 

, 2007 ^ ^ ^ ^£(1^ I Triicn^ ^ ^ ai^pfei 

trq5^(fe ?TRr ^ -qft cTq-' cjiRif^cb' ?Tf^ ^ ^ arcTfT 7m?n ^iirTr fen? 

aiftfer ^ t) 


arfePm ^ gRT 65 mm^ xff^ t f^ arr^ ^ f^raffer f^ tn? $Rq> 
^ >mRRTTaft ^ SRH ciR% ^ j^ ^r wr w5r ^ ^ Pr% Tmi^ 
^ ^ iife wr airntn srt RyfRci ^ mm gncTR ^feiMI ^ ^ 
f^ yfrar t afR ^ f^^itRcr tRq5 ^ ^et- ft air^^ iRi ^ 

^lan^ ^ Tn%5 ^ ^ ^ ! wr an^ £fft 

cEjqkiEjdi ^ gPrfera ^ ^ fc^^ ^>Tg^ ^ ^ jrmEn^ ^ argtnOT ^ 

^ 5 ^ 1 ^ ^ ^ ^qHq?j £Fft qRft ^ f^. ^ 

^srrq^ ^ ^RqiR SRT R I^RlR ^ aTRH ^ tRcf) f^ErfRui 

afhr wfRRraft gft ^rti^ ^fW ^ ^f3?t '^q^R gRrl^^r^ 

r ^^T?£ncT siTcT f^gfRci ^ 1 


ft ^ WRT f^ W ^ gifuRPT ’TPT^ ^ f^ fk^ ^ qigcft ft 
R5 ^geiR anf^ ^ ft ^ ^ qfifttfte ^ ^ arg^fft 
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^ ^ ’Enfl'j I ^ET iiTJfi ’ftfM ^ ai^^iR ?wi ^ amit^ ^ 

ai^ifra^T ^ 3?tik ari^rifRf l 

(5) ?iPrat 3)k circfi ^ ^im-^ g>t 3rg>if^ W3i>t ^ ^ ?ra> ^ 

^ ’5T%q I 'H*HUict>icftH araflr ^ wRq> i?rai^ ^ 

9ta% ^ afr? gq^' l t R iw^ ^ M Wi? l 

(6) anwf^ ^ ^ an^fm ^ ^ »rtaR % an^Rf^ Ej^naff aSt 

f^rtlr <f ^Ji?r ^ OTTfm * ai^*<tg«i * ^ ^ mftEf i 

flfhl'ttisHip alk ^ <Hr*<l*(l R^i-aui eItI’T ^ ent*iH M^jfcltfl ^ 

ftstrt ^srpit wfjp? I . 

8.2.2 flNt fWW 8^ # jr*TO 8?r ^M*RT 8Pi^ * ftp? 88 if ft 8 18 8 > 
8ft8»8f% 8ft ^ftai 8ft |!w 1^81885 airiM BRT amroi 88t # i 8 f ^85r arm * 
w ft mr 8i1l^ aft? fftcrfc^ftra fftsiftM ^ 3?>ft8 ift8i 8ifti?- 

8ft 8ft ffttpft ^ 8TB88 % mr 88 ftt qRH i lftd fftRiT mr 8if^ aft? 

f?lft Eft8!T 8Iff?l85 8!l?off 8T 8I8?!rtftt 8ft 8813ft 8ft 8Itft8 ft58T mi 81% I 

?n*n’8 8Rft ^ ^ ft SITO? ^ 3f8ft8. ’JET 8 filTJ aftRiw ^ an^(ft8» ftftf 8ft 

. ^tfftl8?I8 fil?I 8T8OTT 3I*J8T l}^ ^ 81*8*1 % I^T ft58I 8n8T 81% I 

8ft fftiimw 8%«!% 8ft 8188 8ft 31^81% 8ft ftl vTlftt 81% I 

8) fft#W ft%8ft% 8^1 8^ 88882? M 8T% aft? 3lfil8!88 ft)8 8ft 8ft ai8fir 
# fttflil'lfti 81% 88T 8% W ft PRhTJT 3f8fft * ft% #ft 81% I 

tft fft8m 8%«ftft^^8^^ ^%T ft 8% 8ft 58?r|fft 8fi ftftt 81% I 

8.) 88 8189 ft ft 8rtf 1^181881 qR?l«4Rl 8ft atwft 88 JR8I8 t, 8F ^fftfftlcl fftft 

8881 81% tft l%ft'1? %ft fiP?ft 8ft ft aigfira ?W ft 818 8^f ftftt 81% 8?ftl 

^rufftftt 8ft 818 ftft 8ft Stm 8? 8%^ JI818 8 8ft I 

as t%l fft8nf8> 8ft ft81 8888 ft 8ft8r 8881 

8? 881881 88 ft aifftlira fft81 881 ft tft 88 4W3ft8> 8ft 31lfiS81 ijW ffttlf?8 

8Kjrfft?Slotaft?^-8|^ ft?T18fttft %?Jrftt8%8ftmi?offftft88lftt?l8!8lft I 

aitfttftm 8ft ' «n?i 61 (t^ 8ft 8rat ft aigw? »i8^<w anftn |?i ft 
fevi l pl ft lft n ftt81 tft ftf 18) 8ft 38^ firra 8ft fViad l 8ft ^8ll l dPj,»t tiftft ft 
vJdftd? sfrlfftlftci 85^ I 
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1 ^ etrt 65 ^ jrr^erFfr ^ vjm^cw ^ ^ 

^ f 1 3T^§T ^^nfr^roff ^ 'r\^ cfTt ^ ^ 

^ ^ cf^ ^fm ^T%si^ ^ ^ mr^ ^ 3T%cFj ar^ cito t i 

cf^ jmr^ qi>^^fcb w ^ i ^ttt- 

: ^ ^ ^Tv5?l wm? ^ ^ ^ ^ 

3ik ^cRT ^3RR^ ^'J^)cf^)aT^ ^ ^ ^ wr ^ 

cf?r fcTcp^ fci'^HH t, Trf%^ ^ 5rm^ t ^ ■jt? 3t^ t i 



amiTj umj^T:- 


! 


i) ^ ^ arjjTR, ^ ^ ^ ^ ^ 30 ^itcmr? 

^ ^ ^ OTHtn ^ t, Cf^' 5f^ Tlf%it ^ ^ fcT^ 

': w^JciT ^ TT^ t I vj^'H>ckTi 3 fr ^ ^ TT^ ^ ^ 

I aftTRi cTPm ^ ^ ^ 50 yR^J^rd ^ i ^ Tir^gH ^ H ^ i^tri 

' ^ ^ uTRpft I 


2) i 3TT^ ^ cTFfcT cf^ tf^ ^ ^ ^ yiRT 

i ^ f^. Pi’ili^lcb aiKltTf 2005 ^ cpW 

i f^IWT ^mr fcj? 2010-2011 ^ 3RT 311^ ^ 3l^ cTFRT ^ 
+ 207 r ^ I ^ ^ c^Tft ^ ^ 3TTSIR ^ HKT'fST 

^ #IT ^ after eTHRI ci^ 2010-2011 ^ tel ^ 3 ^ yf^ 
i ' I'gpl^ t ?ft ^3M^I'cKI ^ 1 4 ^teft ^ ’^^teFR ^ imc^\ 

^ ^Rcb 2.40 yfcT ^ ^ afk f^, 

^ ^ 3.60 ^ yfcT ^ arfei? ^ ^ tely i 

3) vdqiflM ^ ^te) f^ftlfRd cite TFTST, '(iTlRd cte^ ^ vjR^ TRTTEpft ^ 

^ ariciJ^^cbdi ^ ^ antjj^ ^ after ctt^ ^ arftrte^ A 

■ ^ I ^ vjy^ ^te> 3T??rf^ ?Tf^ cfTt ^ ^j;- 

w dTtefjT ^ i> sum y? ^ ^ filter ^ te? f^rf^ ^ w 

f^Rrfte ^ t I arf^ri^ ^ ^rt 62 (3) ytsr ^ftet t fMt ^ 

f^rf^ 3RR ^ ^ Tf^ t I ^ ^ fcl'RTFff 

ci^ TT^RRIT ^ ^ Tif^r^ ^ arfir^RR '^xiy ^ fctrrR f^rJii ^ ^f^rti |r 
! ^ afl^ TRicr ;f3r^ yter ^ ^er 

1 tri^qf ^ aT#i ^ 'HT^ ^ aiTciifqcFdr ^ t I 

4) ByteRTaft ^rtefr ^ Tif^ ^ teyr f^rtey Trwf^.y^gaff 

Tf ^ |IT WPR gRT ^ TTcb# t f f^j^c^b fcT^d 

m yrytiPT diw-flii y# t ^ ^ ^ Byter yterflcT yRcrr t. 

fTT^ araryr ^ ^ ^ ditery ^ y^ ^ t farter arr^ yte 


I 
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^ f^{mi ^ ^ ^ xT%nf wm\ ^ ^ t i f?T^ 

^ HFT ^ cte ^ ^ ^ ^TOcRT t f^RT^t ^ 

13?k ^ |TT^ ^ ^joMxir iR 5rf?r^ ;wm t l 3RT: ti? 

3TTO7m? t ^ cITTR vjfT^ I ^ ^TP:^ 

^ ^ OT^rrf^ Wfm ^ ^-3?1 t^W ^ cTc? 5 ^ T5TT^ ^jfl^ fvJRT^ ^ 

'i^c|) ^ ^ ^ cTFRT cfR^ c})^ \JM+l')chll3T! ^ fclk* vjfT^ I 

viM'^Hlcwiaft cf?t ^^%^ ^ c^ letter ^ wm ^ ^ mn ^ 

^ ^ ^ t ^ ^ ^ ^ 3T9im 3r^ v5M5J<W cT^ ^ 

W t I ^r-^ -(^ ^ 5RTm ^ oft ^ OT*trW3ff ^ cFiT 

WTRRUT ^ t I 

6) fjf^/TTPffN ^ wf ^r ^ ^fw^, ^Rftw^rt 

■'fmePT^t 3TTf^ ^ ^ C^ ^?Tm aiRlf^^ ^ZJcTWT 

^neSR ^ TTT^ ^ fcl^ ^ TTiRH ^ cTM ^ c^T 

OTfr^ ^ ^gf^ren^iR mr -^f^t w % i Mn OTRlcmT^Tt. ^ 

^Rt«^ mr ftr^ ^ t, ^ ^nWr ^r ^eR^i f^Rr^ift ^ 

Tt ^ ^ ^ err^ w fcTft^) ^ jft^Tfer %2 tt w t i 

8.4 ^rec^ a<k wj^ otj 

1) 3frr cRTT WI 3RRTcT ^ tRq=) ^ 

?n[^ tfM ^ «f% WftemT^T! (3T«fe 1 ^^lltlie % 3Tf^ ^ HPT ^ 
vjqnWi) ^ mf^PF ^ ^ ^ ^nw 1 czr^ppt hth ^ ^ 

3ft^ ^ ^ cFR^ ^r ^ H^ f^r^ I 

2) ^ H?TT^ t ^3?TT^ c^ ^ ^ felHH Mt? ^ 

fcpRDT ^#Pfr ^ v3H52fcT ^ ^ ^ ^ 3nTOI^ I 

cbHplift fcrf^Rl cte #FT?^ ^ emn # ^ f? ^ ^ZIHWT 
^ % cTlf^ ^^JTpRTTSrt ^TvRT A f^ HHPT 

^ \ W^ )?fcPM cTPTcft ?rr^ ^fr^. ^ ^ Rnrf^ 

^ 3^k 3PH ?TRpff ^ ^ ^ ^ grnRpff hhRpt 
^vjTFR^ I 

3) STPfPT ^ ^HJfTcHTT^ ^ «rfW fen? 4]e^f?T tR^S ^ 

^3n?m ^ 3fhr ^ jficSFTrftH ^ ^ y'lrHr^n t t Rpt^ 
CT^HPT ^f WT5f ^ cT^ ^eRi| Hff ## t I 3fR ^fteWfT ^ ^HTW 

TPITT 1%HT ^STTHT I 

/ 

4) ^TvRT Rr^ RmPPF CffTTfPl enf#5ft URT Rfn? ^ cfT^ cfj^cRPT 

^ HHttH ^ ^ RToRpT ’ft cfR t HTf^' H? ^ ^ % 

srjRpT 5HT^ Hft nm srRif^ ^ 
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Part 1—Sec. 1 


3Tfe> ^ I 


a.5 ^ ^ fciTj 3ifi>iTR xjd aif^cRi 

g.5.1 ^ C^ 3r5^ vhRh« 4) ^rf^TTR :sfh? ^ ^ ^Fjqrf^ cTT^ 

^ cT^ tor to cneTT tofto artor srto to to ^nflrT ^ 
toto ^ ^ ^ ^ fcT? ^p^ c^ Tncjm ^ ^ ^ ^toto c^ to 

f&gcT 'icMK-I ^ STT^ ^f RchRld ^ tot t I 

vdM*i)cini, f^r<^ ^ 

%toti tow wrtot, ^fto jrtor ^ to f^twr ^ ^ ^Rril 

^ ^ ermr ^rmr t. ^ 'Jtw cf?^ to i tor^ tow 

^ TTtoOT ^ WR ^ tot ^ t f^ fto^ crrtoft ^ tojf^ ^ wr ^ 
to? torto 4 wn to 3TR i to to^ 

^ 'gwR to w dt to Rnr wr ^ I fto^r totot fl^ torw ^ 

f^rf^ 4 ^ "tot to' f% toftor ^ wto tto^ ^ ^ W' 

to ^ to«n ^ t, to ^ cZRW f|^ ^ ^rfto^rf ^ totn ^ rrit 

to I 

jff^R to ^ to ^ ^ t eft 38. 39, 40 

ito wr 42 to ww 2 ^ rtoH ^ to wto oriwr^ (1) to 
4 to^nto ^ to to ^ eO to to ^ OTtonto ^ to 
to to ^ to^ totorr^t to rtw ^ ^ 3to ^ ^ 4 1%^ to^rr i to to^ 
toto to ^ ^ ^toje^T smrm t ^ tow en^totot ^ toto ir 

4t to w^ t I eT^^w, Mtow} wtonto to ^rpp ^ 
arfo^i (to dWdi to ator to tojfS ^ to wtoto afi^'^sTTRft 

Sij?T tofrto ^ dw to 3 miTto vStmkh to tow toto w toto 5% 

to -^ito cTFRI ^ tod tod (f^ d toctotteT TTW tod) to (^) 

^ftr:dtottd ditor dto ^ fto ^ ftoto f^rtod tow rrw airf^ ^ 


4d ^ fed ^ ton ^ ^Td>dT t I 

^Rto fl)Pjen 
S4=TiC(l+L/100)+DJ 


toto 


s -wto 


T- ^totorto to toto to wr to tfto 
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C- f?PT 31iyiRd ^IlciH sfR cfJt Wl’^ch'^ HlPSn ^ 5% 

^ HlRa 3fRT?T cTFRT 

D- SnTR 

L- eTT^ cffedi ^ 5FlT#rm ^iRRH ^ wfcUflTf ^ ^ ^ f 1 

^ cfJTT v5THT ^cnft^ sfR ^ ^ ^ 

eH^RRR^ 201011 cRF? arRm^m STnRrP) 207e Wf^ I 

8.5.2. arflrRm 1948(3 t^ Rr^)-^ m\ 43(^)(i)(^) ^ 3 TcrRt ^ 

wrRt ^ ^rm cb^R-dt irt M ^ ^ ^ afR 

^iRtRRR, 1910(3R RR^) ^ ETRT 27 ^ 3RrRt WT ^R^ ^ ^ 3TraR 

^ ?R5 ^ 3!^!# t f^?RUT cnf#5ft ^>fT 3TrjR? ^ ^ fcT^ tR mR 

gn^TPT cfR^rr 3T^f^ ^ I 

8.5.3. 3lRmR ^^Rft, cfT^^, ^ ^ IRT '^^iRld 

f%zn ^ ^Tc5m I 3Tmrf tR ^ Rf?^ viMiiVf ^ ^rr^ 

^ ^ t I ^ ^ %# Mw ^ l,J4>Rld >?TflR7T f^cR^ ^ 

^ vJTFft RrR^ 4 WftcRH t I ^ ^ 3n^ ^ ^ ^ 

cTT^^RTEnfM ^ ^ ^ ^ kJchRid ^ ^ ^^iRnn ^ ymj^ f^RT^ 

wft^ 3TTtj1^ g>T Rm ^3T ^ t I 

8.5.4. 3TRrRm etrt 42 ( 4 ) ^ an^jJ^ ^ ^arRi^iRR^r tg arRiRcw mR 

?nft eTr*J BRTT -qiR^^ ^ atfcPT W^ 1% R^d ^ Mf?l4c^dTaft ^ 

^ ^ ^HtR^RRcT ^RR ^ mRuiihw^ 

RrafRcT ^ ^ ermcfr ^ ^ 3TtT%T4 t^RTR afR f^rfcT f I 

mR^*mRi 41’ ^ ^4Rid RmIRd cTPrat ^tfcR ^ ^ 1 

8.5.5. ^tRnr 3T^:^R^ ^tRw ^n?Rf ^ Rr RertRd Rr ^ Rr^Emf ^ airejR 
RylRd Rr ^ rn%j afR ar^iM ^ ^rtRm ^ ^ afhficH ^iRr 
garr^ ^nRier ^ I 

8.5.6. ^TfcT ^ ^>TRdT cf?t vipRe? aTFjfS ^ ^ ^ ^ eTTl#jft ^ ^ 

dM^’Icj F d T ^ ^ feR ^ 3R8TT^ 45^<WH tR^ ^ 'jj^IdH ^ aiRRld mwi ^ 

vifRft ^snf^ vyTggFd aTRTtn irt RmtRd mi t 1 
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^ ■JTF '3Tcm\ t 3mfm qr omnk hiR^h ^ ^ i 

pr^|t ^ 3TT^ d^lidK cZITTT?; ^ ^ f^FRPfT ^ 3f[T ^ 

^ ouNi'^ Rdcfl ^ ^ f^rfcf ^ ^ g^WT ^rt 4 ^ gfl^r if 

^ ^ I ^ ^ gfS ^ WTR ^ % i 


^.^.hT^'HK, 3^M< 


j MINISTRY OF POWER 

RESOLUTION 
New Delhi, the 6th January, 2006 
INo, 2^/2/2005-R&R(Vol. III).— 

TARIFF POLICY 


1.0 Ij^TRODUCTION 


1.1. |n compliance with section 3 of the Electricity Act 2003 the Central 
Government hereby notifies the Tariff policy in continuation of the National 
plectricity Policy (NEP) notified on 12* February 2005. 

1.2. trhe National Electricity Policy has set the goal of adding new generation 
papacity of more than one lakh MW during the io*^ and 11**^ Piai. ^^'^nods to 
have per capita availability of over 1000 units of electricity per year ana lo 
pot only eliminate energy and peaking shortages but to also have a spinning 
jreserve of 5% in the system. Development of the power sector has also to 
meet the challenge of providing access for electricity to all households in 
Inext five years. 

1.3. jit is therefore essential to attract adequate investments in the power sector by 
providing appropriate return on investment as budgetary resources of the 
jCentral and State Governments are incapable of providing the requisite 
|funds. It is equally necessary to ensure availability of electricity to different 
jcategories of consumers at reasonable rates for achieving the objectives of 
irapid economic development of the country and improvement in the living 
istandards of the people. 

1.4. |BaIancing the requirement of attracting adequate investments to the sector 
and that of ensuring reasonability of user charges for the consumers is the 
critical challenge for the regulatory process. Accelerated development of the 
ipower sector and its ability to attract necessary investments calls for, inter 
alia, consistent regulatory approach across the country. Consistency in 
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approach becomes alii the more necessary considering the large number of 
States and the diversities involved. 

2.0 L£GAL POSITION 

2.1 Section 3 (1) of the Eksctricity Act 2003 empowers the Central Government to 
formulate the tariff policy. Section 3 (3) of the Act enables the Central 
Government to review or revise the tariff policy from time to time. 

2.2 The Act also requires that the Central Electricity Regulatory Commission 
(CERC) and State Electricity Regulatory Commissions (SERCs) shall be 
guided by the tariff policy in discharging their functions including framing the 
regulations under section 61 of the Act. 

2.3 Section 61 of the Act provides that Regulatory Commissions shall be guided 
by the principles and methodologies specified by the Central Commission for 
determination of tariff ^plicable to generating companies and transmission 
licensees. 

2.4 The Forum of Regulators has been constituted by the Central Government 
under the provisions of the Act which would, inter alia, facilitate consistency 
in approach specially in the area of distribution. 

3.0 EVOLUTION OF THE POLICY 

The tariff policy has been evolved in consultation with the State Governments 

and the Central Electricity ^tuthority (CEA) and keeping in view the advice of the 

Central Electricity Regulatory Commission and suggestions of various stakeholders. 

4.0 OBJECTIVES OF THE POLICY 

The objectives of this tariff {:K)licy are to: 

(a) Ensure availability of electricity to consumers at reasonable and competitive 
rates; 

(b) Ensure financial viability of the sector and attract investments; 

(c) Promote transparency, consistency and predictability in regulatory approaches 
across jurisdictions and minimise perceptions of regulatory risks; 

(d) Promote competition, efficiency in operations and improvement in quality of 
supply. 

5.0GENERAL APPROACH TO TARIFF 

5.1 Introducing competition in different segments of the electricity industry is 
one of the key features of the Electricity Act, 2003. Competition will lead 
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' to significant benefits to consumers through reduction in capital costs and 
also efficiency of operations. It will also facilitate the price to-be 
determined competitively. The Central Government has already issued 
detailed guidelines for tariff based bidding process for procurement of 
electricity by distribution licensees for medium or long-term period vide 
gazette notification dated 19^^ January, 2005. 

All future requirement of power should be procured competitively by 
distribution licensees except in cases of expansion of existing projects or 
where there is a State controlled/owned company as an identified 
developer and where regulators will need to resort to tariff determination 
based on norms provided that expansion of generating capacity by private 
developers for this purpose would be restricted to one time addition of not 
more than 50% of the existing capacity. 

Even for the Public Sector projects, tariff of all new generation and 
transmission projects should be decided on the basis of competitive 
bidding after a period of five years or when the Regulatory Commission is 
satisfied that the situation is ripe to introduce such competition. 

$.2The real benefits of competition would be available only with the 
emergence of appropriate market conditions. Shortages of power supply 
will need to be overcome. Multiple players will enhance the quality of 
service through competition. All efforts will need to be made to bring 
power industry to this situation as early as possible in the overall interests 
i of consumers. Transmission and distribution, i.e. the wires business is 
internationally recognized as having the characteristics of a natural 
' monopoly where there are inherent difficulties in going beyond regulated 
returns on the basis of scrutiny of costs. 

5.3 Tariff policy lays down foil owing-framework for performance based cost 
of service regulation in respect of aspects common to generation, 
i transmission as well as distribution. These shall not apply to competitivch 
bid projects as referred to in para 6.1 and para 7.1 (6). Sector specific 
aspects are dealt with in subsequent sections. 

a) Return on Investment 

Btilance needs to be maintained between the interests of consumers and the 
need for investments while laying down rate of return. Return should attract 
investments at par with, if not in preference to, other sectors so that the 
electricity sector is able to create adequate capacity. The rate of return should 
be such that it allows generation of reasonable surplus for growth of the 
sector. 
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The Central Commission would notify, from time to time, the rate of return 
on equity for generation and transmission projects keeping in view the 
assessment of overall risk and the prevalent cost of capital which shall be 
followed by the SERCs also. The rate- of return notified by CERC for 
transmission may be adopted by the State Electricity Regulatory Commissions 
(SERCs) for distribution with appropriate modification taking into view the 
higher risks involved. For uniform approach in this matter, it would be 
desirable to arrive at a consensus through the Forum of Regulators. 

While allowing the total coital cost of the project, the Appropriate 
Commission would ensure that these are reasonable and to achieve this 
objective, requisite benchmarks on capital costs should be evolved by the 
Regulatory Commissions. 

Explanation: For the purposes of return on equity, any cash resources 
available to the company from its share premium account or from its internal 
resources that are used tc» fund the equity commitments of the project under 
consideration should be treated as equity subject to limitations contained in (b) 
below. 

The Central Commission may adopt the alternative approach of regulating 
through return on capital. 

The Central Commission may adopt either Return on Equity approach or 
Return on Capital approaich whichever is considered better in the interest of 
the consumers. 

The State Commission may consider ‘distribution margin’ as basis for 
allowing returns in distribution business at an appropriate time. The Forum of 
Regulators should evolve a comprehensive approach on “distribution margin” 
within one year. The considerations while preparing such an approach would, 
inter-alia, include issues such as reduction in Aggregate Technical and 
Commercial losses, improving the standards of performance and reduction in 
cost of supply. 


b) Equity Norms 

For financing of future capital cost of projects, a Debt: Equity ratio of 70:30 
should be adopted. Promioters would be free to have higher quantum of equity 
investments. The equitj^ in excess of this norm should be treated as loans 
advanced at the wei^te<i average rate of interest and for a weighted average 
tenor of the long term debt component of the project after ascertaining the 
reasonableness of the interest rates and taking into account the effect of debt 
restructuring done, if any. In case of equity below the normative level, the 
actual equity would be used for determination of Return on Equity in tariff 
computations. 
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c) Depreciation 

The Central Commission may notify the rates of depreciation in respect of 
generation and transmission assets. The depreciation rates so notified would 
also be applicable for distribution with appropriate modification as may be 
evolved by the Forum of Regulators. 

The rates of depreciation so notified would be applicable for the purpose of 
tariffs as well as accounting. 

There should be no need for any advance against depreciation. 

Benefit of reduced tariff after the assets have been fully depreciated should 
femain available to the consumers. 

d) Cost of Debt 

Structuring of debt, including its tenure, with a view to reducing the tariff 
should be encouraged. Savings in costs on account of subsequent restructuring 
bf debt should be suitably incentivised by the Regulatory Commissions 
Heeping in view the interests of the consumers. 

e) Cost of Management of Foreign Exchange Risk 

lloreign exchange variation risk shall not be a pass through. Appropriate costs 
df hedging and swapping to take care of foreign exchange variations should be 
a|llowed for debt obtained in foreign currencies. This provision would be 
relevant only for the projects where tariff has not been determined on the basis 
ojf competitive bids. 

f) Operating Norms 

Suitable performance norms of operations together with incentives, and dis¬ 
incentives would need be evolved along with appropriate arrangement for 
scaring the gains of efficient operations with the consumers. Except for the 
cises referred to in para 5.3 (h)(2), the operating parameters in tatriffs should 
bt at “normative levels” only and not at “lower of normative and actuals”. 
This is essential to encourage better operating performance. The norms 
should be efficient, relatable to past performance, capable of achievement and 
progressively reflecting increased efficiencies and may also take into 
consideration the latest technological advancements, fuel, vintage of 
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equ4>inents, nature of operations, level of service to he provided to consumers 
etc. Continued and proven inefficiency must be controlled andpenalized. 

The Central Commission would, in consultation with the Centia^ Electricity 
Authority, notify operating norms from time to. tinie for gener^on and 
transmission. The SBI-IC would adopt these norms. In cases wh^ op^^ons 
have been much below the norms for many previous years, the SERCs may fix 
relaxed norms suitably and draw a transition path over the time for achieving 
the norms notified by the Central Conunission. 

Operating norms for distribution networks would be notified by the concerned 
SERCs. For uniformity of app-oach in determining such norms for 
distribution, the Forum of Regulators should evolve the a{^roach including 
the guidelines for treatment of state specific distinctive features. 

g) Renovation and Modernatisatioii 

Renovation and modernization (it shall not include periodic overhauls) for 
higher efficiency levels needs to be encouraged. A multi-year tariff (MYT) 
framework may be prescribed which should also cover capital investments 
necessary for renovation and modernization and an incentive framework to 
share the benefits of efficiency improvement between the utilities and the 
beneficiaries with rejference to revised and specific performance norms to be 
fixed by the Appropiriate Commission. Appropriate capital costs required for 
pre-determined efficiency gains and/or for sustenance of high level 
performance would need to be assessed by the Appropriate Commission. 


(h) Multi Year Tariff 

1) Section 61 of the Act states that the Appropriate Commission, for 
determining the terms and conditions for the determination of tariff, shall be 
guided inter-alia, .by multi-year tariff principles. The MYT framework is to be 
adopted for any tariffe to be determined from April 1, 2006. The fimnework 
should feature a five-year control period. The initial ^control period may 
however be of 3 year duration for transmission and distribution if deemed 
necessary by the Regulatory Commission on account of data uncertainties and 
other practical considerations. In cases of lack of reliable data, the Appropriate 
Commission may state assumptions in MYT for first control period and a 
fresh control period may be started as and when more reliable data becomes 
available. 

2) In. cases where operafions have been much below the norms for many previous 
years the initial starting point in determining the revenue requirement and the 
improvement trajectories should be recognized at “relaxed” levels and not the 
“desired” levels. Suitable benchmarking studies may be conducted to establish 
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the “desired” performance standards. Separate studies may bt required for 
each utility to assess the capital expenditure necessary to meet!the minimum 
i service standards. 

3) I Once the revenue requirements are established at the beginning of the control 
I period, the Regulatory Commission should focus on regulation hf outputs and 
jnot the input cost elements. At the end of the control period, a.ctomprehensive 
I review of performance may be undertaken. 

4) I Uncontrollable costs should be recovered speedily to ensure that future 
consumers are not burdened with past costs. Uncontrollable costs would 
include (but not limited to) fuel costs, costs on account of infladon, taxes and 
I cess, variations in power purchase unit costs including on accdunt of hydro- 
! thermal mix in case of adverse natural events. 


5) j Clear guidelines and regulations on information disclosure may be developed 
by the Regulatory Commissions. Section 62 (2) of the Act empowers the 
j Appropriate Commission to require licensees to furnish separate details, as 
I may be specified in respect of generation, transmission and distribution for 
j determination of tariff. 

I 

{Benefits under CDM 


I Tariff fixation for all electricity projects (generation, transmission and 
distribution) that result in lower Green House Gas (GHG) emissions than the 
{relevant base line should take into account the benefits obtained from the 
{Clean Development Mechanism (CDM) into consideration, in a manner so as 
I to provide adequate incentive to the project developers. 


|.4 I While it is recognized that the State Governments have the right to impose 
luties] taxes, cess on sale or consumption of. electricity, these could potentially 
listortj competition and optimal use of resources especially if such levies are used 
jelectively and on a non> uniform basis. 

^ ! 

jin some cases, the duties etc. on consumption of electricity is linked to sources 
(jf generation (like captive generation) and the level of duties levied i^ much higher 
js compared to that being levied on the same category of consumers wte draw power 
rom aid. Such a distinction is invidious and inappropriate, The sole purpose of 
reely {allowing captive generation is to enable industries to access reliable, quality 
jnd cdst effective power. Particularly, the provisions relating to captive power plants 
^hich can be set up by group of consumers has been brought in reco^ition of the 
ict that efficient expansion of small and medium industries across the country will 
Ibad tc faster economic growth and creation of larger employment opportunities. 
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For realizing the goal of making available electricity to consumers at reasonable 
and con^titive prices, it is necessary that such duties are kept at reason^le level. 

5.5 Though, as per the provisions of the Act, the outer limit to introduce open access 
in distribution is 27.1.2009, it would be desirable that, in whichever states the 
situation so permits, the Regulatory Commissions introduce such open access earli^ 
than this deadline. 

6.0 GENERATION 

Accelerated growth of the generation capacity se^or is essential to meet the 
estimated growth in demand. Adequacy of generation is also essential for 
efficient functioning of power markets, At the same time, it is to be ensured that 
new capacity addition should deliver electricity at most efficient rates to protect 
the interests of consumeis. This policy stipulates the following for meeting these 
objectives. 


6.1 Procurement of pow er 

As stipulated in para 5.1, power procurement for fiiture requirements should 
be through a transparent competitive bidding mechanism using the guidelines 
issued by the Central Government vide gazette notification dated 19“ January, 
2005. These guidelines p)rovide for procurement of electricity separately for base 
load requirements and for peak load requirements. This would facilitate setting 
up of generation capacities specifically for meeting peak. 

6.2 Tariff structuring and associated issues 

(1) A two-part tariff structure should be adopted for all long term contracts to 
fecilitate Merit Order dispatch. According to National Electricity Policy, the 
Availability Based Tariff (ABT) is to be introduced at State level by April 2006. 
This framework would be extended to generating statiems (including grid 
connected captive plants of capacities as determined by the SERC). The 
Appropriate Commission may also introduce differential rates of fixed charges for 
peak and off peak hours for better management of load. 

(2) Power Purchase Agieement should ensure adequate and bankable payment 
security arrangements tc the Generating companies. In case of persisting default 
in spite of the available jpayment security mechanisms like letter of credit, escrow 
of cash flows etc, the generating companies may sell to other buyers. 
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(3) tn case of coal based generating stations, the cost of project will also include 
reasonable cost of setting up coal washeries, coal beneficiation system and dry 
handling & disposal system. 


643 Hjarnessing captive generation 

Captive generation is an important meains to making competitive power 
ayailal^e. Appropriate Commission should create an enabling environment that 
e^couryges captive power plants to be connected to the grid. 

Such captive plants could inject surplus power into the grid subject to the same 
regulation as applicable to generating companies. Firm supplies may be bought from 
CEptive plants by distribution licensees using the guidelines issued by the Central 
G ovemment under section 63 of the Act. 

I Th4 prices should be differentiated for peak and off-peak simply and the tariff 
should I include variable cost of generation at actual levels and reasonable 
cqmperjsation for capacity charges. 

Alternatively, a frequency based real time mechanism can be used and the 
captive generators can be allowed to inject into the grid under the ABT n^echanism. 

I 

Wheeling charges tod other terms and conditions for implementation should be 
determined in advance by the respective State Commission, duly ensuring that the 
chargesjare reasonable and fair. 

Grid! connected captive plants could also supply power to non-captive users 
co^ectbd to the grid through available transmission facilities based on negotiated 
tariffs, puch sale of electricity would be subject to relevant regulations for open 
acjcess. 


^ Ncjn-conventional sources of energy generation including Co-geikeration: 

(l)F|ursuant to provisions of section 86(1 )(e) of the Act, the Appropriate 
Commission shall fix a minimum percentage for purchase of energy from such 
s|)urces taking into account availability of such resources in the region and its 
ii^pact on retail tariffs. Such percentage for purchase of energy should be 
4ade applicable for the tariffs to be determined by the SERCs latest by April 
1^2006. 

It wfll take some time before non-conventional technologies can cpmpete with 
conventional sources in terms of cost of electricity. Therefore, procjurement by 
distr^ution companies shall be done at preferential tariffs determined by the 
Appijopriate Commission, 
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(2) Such procurement by Distnbution Licensees for future requirements shall be 
done, as fer as possible, through competitive bidding process under Section 63 
of the Act within suppliers offering energy from same type of non- 
conventional sources. In the long-term, these technologies would need to 
compete with other sources in terms of full costs. 

(3) The Central Commission should lay down guidelines within three months for 
pricing non-firm power, especially from non-conventional sources, to be 
followed in cases where such procurement is not through competitive bidding. 

7.0 TRANSMISSION 

The transmission System in the country consists of the regional networks, the inter¬ 
regional connections that carry electricity across the five regions, and the State 
networks. The national transmission network in India is presently under 
development. Development of the State networks has not been uniform and capacity 
in such networks needs to be augmented. These networks will play an important role 
in intra-State power flows and also in the regional and national flows. The tariff 
policy, insofar as transmission is concerned, seeks to achieve the following 
objectives: 

1. Ensuring optimal development of the transmission network to promote 
efficient utilization of generation and transmission assets in the country; 

2. Attracting the requirejd investments in the transmission sector and providing 
adequate returns. 


7.1 Transmission pricing 

(1) A suitable transmission tariff framework for all inter-State transmission, 
including transmission of electricity across the territory of an intervening State 
as well as conveyance within the State which is incidental to such inter-state 
transmission, needs to be implemented with the objective of promoting 
effective utilization of all assets across the country and accelerated development 
of new transmission capacities that are required. 

(2) The National Electricity Policy mandates that the national tariff framework 
implemented should be sensitive to distance, direction and related to quantum of 
power flow. This would be developed by CERC taking into consideration the 
advice of the CEA. Such tariff mechanism should be implemented by April 
2006. 

(3) Transmission charges, under this framework, can be determined on MW per 
circuit kilometer basis, zonal postage stamp basis, or some other prj^atic 
variant, the ultimate objective being to get the transmission system users to share 
the total transmission cost in proportion to their respective utilization of the 
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transmission system. The overall tariff framework should be such as not to inhibit 
plarijned development/augmentation of the transmission system, i but should 
discburage non-optimal transmission investment.. 

i _ ' 

(4) Ip view of the approach laid down by the NEP, prior agreemient with the 
beneficiaries would not be a pre-condition for network expansion. CTU/STU 
^ould undertake network expansion after identifying the requirements in 
cjonsonance with the National Electricity Plan and in consultation with 
^akeholders, and taking up the execution after due regulatory approvals. 

(5) Tjlie Central Commission would establish, within a period of one year, norms 
f^r capital and operating costs, operating standards and performanlce indicators 
fbr transmission lines at different voltage levels. Appropriate basieline studies 
n^ay be commissioned to arrive at these norms. 

(6) Ihvestment by transmission developer other than CTU/STU would be invited 
through competitive bids. The Central Government will issue guidelines in three 
monms for bidding process for developing transmission capacities. The tariff of 
the projects to be developed by CTU/STU after the period of five years or when 
I the F egulatory Commission is satisfied that the situation is right to introduce such 
comj^etition (as referred to in para 5.1) would also be determined on the basis of 
comijetitive bidding. 

(7) A|fter the implementation of the proposed framework for the inter-State 
transmission ,a similar approach should be implemented by SERCs in next two 
year^ for the intra-State transmission, duly considering factors like voltage, 
'distaijice, direction and quantum of flow, 

i(8) Metering compatible with the requirements of the proposed transmission 

K 'ffjframework should be established on priority basis. The meteripg should be 
npktible with ABT requirements, which would also facilitate implementation 
jofTime of Day (ToD) tariffs. 

II 

7.21 Afjproach to transmission loss allocation 

(1) Transactions should be charged on the basis of average losses arrived at 

' after appropriately considering the distance and directional sensitivity, as 
I applicable to relevant voltage level, on the transmission system. Biased on the 
' methodology laid down by the CERC in this regard for Inter- state 
' transmission, the Forum of Regulators may evolve a similar approach for 
intjra-state transmission. 

\ \ 

: Thje loss framework should ensure that the loss compensation is i reasonable 
; ani linked to applicable technical loss benchmarks. The benchmarks may be 
! determined by the Appropriate Commission after considering advice of CEA. 
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It would be desirable to move to a system of loss compensation based on 
incremental losses as present deficiencies in transmission capacities are 
overcome through network expansion. 

(2) The Appropriate Commission may require necessary studies to be 

conducted to establish the allowable level of system loss for the network 
configuration, and the capital expenditure required to augment the 
transmission system and reduce system losses/ Since additional flows above a 
level of line loading leads to significantly higher losses, CTU/STU should 
ensure upgrading of transmission systems to avoid the situations of 
overloading. The /ippropriate Commission should permit adequate capital 
investments in new assets for upgrading the transmission system. 


7.3 Other issues In transmission 

(1) Financial incentives and disincentives should be implemented for the CTU 
and the STU around the key performance indicators (KPI) for these 
organisations. Such KPIs would include efficient network construction, 
system availability and loss reduction. 

(2) All available infonnation should be shared with intending users by the 
CTU/STU and the load dispatch centers, particularly information on available 
transmission capacity and load flow studies. 

8.0 DISTRIBUTION 

\ 

Supply of reliable and quality power of specified standards in an efficient 
manner and at reasonable rates is one of the main objectives of the National 
Electricity Policy. The State Commission should determine and notify the standards 
of performance of licensees with respect to quality, continuity and reliability of 
service for all consumers. It is desirable that the Forum of Regulators determines the 
basic framework on service standards. A suitable transition framework could be 
provided for the licensees to reach the desired levels of service as quickly as possible. 
Penalties may be imposed on licensees in accordance with section S7 of the Act for 
Mure to meet the standards. 

Making the distribuition segment of the industry efficient and solvent is the 
key to success of power sector reforms and provision of services of specified 
standards. Therefore, the Regulatory Commissions need to strike the right balance 
between the requiremoits of the commercial viability of distribution licensees and 
consumer interests. Loss making utilities need to be transformed into profitable 
ventures which can raise necessary resources from the capital markets to provide 
services of international standards to enable India to achieve its full growth potential. 
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iEfficfency in operations should be encouraged. Gains of efficient operations with 
irefer^nce to nomiative parameters should be appropriately shared between 
consumers and licensees. 


j8.1 Implementation of Multi-Year Tariff (MYT) framework 

1) This would minimise risks for utilities and consumers, promote efficiency and 
I : appropriate reduction of system losses and attract investments and would also 

I bring greater predictability to consumer tariffs on the whole by restricting 
i tariff adjustments to known indicators on power purchase prices and inflation 
I j indices. The framework should be applied for both public and private utilities. 

2) 1 The State Commissions should introduce mechanisms for sharing of excess 

profits and losses with the consumers as part of the overall MYT framework 
j .In the first control period the incentives for the utilities may be asymmetric 
i I with the percentage of the excess profits being retained by the utility set at 

j j higher levels than the percentage of losses to be borne by the utility. This is 

i necessary to accelerate performance improvement and reduction in losses and 
will be in the long term interest of consumers by way of lower tariffs. 


3) As indicated in para 5.3 (h), the MYT framework implemented in the initial 
I control period should have adequate flexibility to accommodate changes in the 
baselines consequent to metering being completed. 

4) j Licensees may have the flexibility of charging lower tariffs than approved by 
jthe State Commission if competitive conditions require so without having a 
j claim on additional revenue requirement on this account in accordance with 
j Section 62 of the Act. 


5) I At the beginning of the control period when the “actual’’ costs form the basis 
Ifor future projections, there may be a large uncovered gap between required 
itariffs and the tariffs that are presently applicable. The gap should be fully 
jmet through tariff charges and through alternative means that could inter-alia 
linclude financial restructuring and transition financing. 

6) Uncumbent licensees should have the option of filing for separate revenue 
irequirements and tariffs for an area where the State Commissibn has issued 
Multiple distribution licenses, pursuant to the provisions of Section 14 of the 
Act read with para 5.4.7 of the National Electricity Policy. 
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7) Appropriate Commissions sljould initiate tariff determination and regulatory 
scrutiny on a suo moto basis in case the licensee does not initiate filings in- 
time. It is desirable that requisite tariff changes come into effect from the date 
of commencement of each financial year and any gap on account 5f delay in 
filing should be on account of licensee. 


8.2 Framework for revenue requirements and costs 

8.2.1 The following aspects would need to be considered in determining tariffs: 


(l)All power purchase costs need to be considered legitimate unless it is 
established that the merit order principle has been violated or power has 
been purchased at unreasonable rates. The reducticHi of Aggregate 
Technical & Commercial (ATC) losses needs to be brought about but not by 
denying revenues required for power purchase for 24 hours siq^ly and 
necessary and reascmable O&M and investment for system upgradation. 
Consumers, particularly those who are ready to pay a tariff which reflects 
efficient costs have the right to get uninterrupted 24 hours supply of quality 
power. Actual level of retail sales should be grossed up by normative level 
of T&D losses as indicated in MYT trajectory for allowing pqw^ purchase 
cost subject to justifiable power purchase mix variation (for example, more 
energy may be purchased from thermal generation in the event of poor 
rainfall) and fuel surcharge adjustment as per regulations of the SERC. 


(2) ATC loss reduction should be incentivised by linking returns in a MYT 
framework to an achievable trajectory. Greater transparency and nurturing of 
consumer groups would be efficacious. For government owned utilities 
improving governance to achieve ATC loss reduction is a more difficult and 
complex challenge for the SERCs. Prescription of a MYT dispensation with 
different levels of consumer tariffs in succeeding years linked to different ' 
ATC loss levels aimed at covering full costs could generate the requisite 
political will for effective action to reduce theft as the alternative would be 
stiffer tariff increases. Third party verification of energy audit results for 
different areas/localities could l^ used to impose area/locality specific 
surcharge for greater ATC loss levels and this in turn could generate local 
consensus for effective action for better governance. The SERCs may also 
encourage suitable local area based incentive and disincentive scheme for 
the staff of the utilities linked to reduction in losses. 
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I The SERC shall undertake independent assessment of baseline data 

for various parameters for every distribution circle of the licbnsee and this 
I exercise should be completed latest by March, 2007. 

The SERC shall also institute a system of independent scrutiny of 
financial and technical data submitted by the licensees. 

As the metering is completed upto appropriate level in the distribution 
network, latest by March, 2007, it should be possible to segregate technical 
losses. Accordingly technical loss reduction under MYT framework should 
i ;n be treated as distinct from commercial loss reduction which require a 
different approach. 

(3) Section 65 of the Act provides that no direction of the Stat^ Government 
regarding grant of subsidy to consumers in the tariff determined by the State 
Commission shall be operative if the payment on account pf subsidy as 
j ‘decided by the State Commission is not made to the utilities and the tariff 
I fixed by the State Commission shall be'applicable from the dqte of issue of 
t orders by the Commission in this regard. The State Commissions should 
i ensure compliance of this provision of law to ensure financial viability of the 
i utilities. To ensure implementation of the provision of the law, the State 
i Commission should determine the tariff initially, without considering the 
j subsidy commitment by the State Government and subsidised tariff shall be 
I arrived at thereafter considering the subsidy by the State Govetnment for the 
■ respective categories of consumers. 

j Working capital should be allowed duly recognising the transition issues 
I faced by the utilities such as progressive improvement in recovery of bills. 

I Bad debts should be recognised as per policies developed andisubject to the 
I approval of the State Commission. 

(jS) Pass through of past losses or profits should be allowed to the extent caused " 

! j by uncontrollable factors. During the transition period controllable factors 

! should be to the account of utilities and consumers ia proportions < 

i determined under the MYT framework. 

I I 

I j , 

(j5) The contingency reserves should be drawn upon with prior approval of the 
State Commission only in the event of contingency conditions specified 
through regulations by the State Commission. The existing practice of 
providing for development reserves and tariff and dividend control reserves 
should be discontinued. 


I II 
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8.2.2. The fecility of at regulatory asset has been adopted by some Regulatory 

Commissions in the past to limit tariff impact in a particular year. This should be 
done only as exception, and subject to the following guidelines: 


a. The circumstances should be clearly defined throu^ regulations, and 
should only include natural causes or force majeure conditions. Under 
business as usual conditions, the opening balances of uncovered gap 
must be coven^d through transition financing arrangement or cj^ital 
restructuring; 

b. Carrying cost of Regulatory Asset should be allowed to the utilities; 

c. Recoveiy of Regulatory Asset should be time-bound and within a 
period not exceeding three years at the most and preferably within 
control period; 

d. The use of the facility of Regulatory^ Asset should not be repetitive. 

e. In cases where regulatory asset is proposed to be adopted, it should be 
ensured that the return on equity should not become unreasonably low 
in any year so that the capability of the licensee to borrow is not 
adversely affected. 


8.3 Tariff design : Linkage of tariffs to cost of service 


It has been widely recognised that rational and economic pricing of electricity 
can be one of the major tods for energy conservation and sustainable use of ground 
■water resources. 

In terms of the Section 61 (g) of the Act, the Appropriate Commission shall be 
guided by the objective that the tariff progressively reflects the efficient and prudent 
cost of supply of electricity. 

The State Governments can give subsidy to the extent they consider 
appropriate as per the provisions of section 65 of the Act. Direct subsidy is a 

better way to support the poorer categories of consumers than the mechanism of 
cross-subsidizing ^e tariff across the board. Subsidies should be targeted effectively 
and in transparent manner. As a substitute of cross-subsidies, the State Government 
has the option of raising resources through mechanism of electricity duty and giving 
direct subsidies to only needy consumers. This is a better way of targetting subsidies 
effectively. 
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Acc(|rdingly, the following principles would be adopted: 


1. In accordance with the National Electricity Policy, consumers below poverty 
I line who consume below a specified level, say 30 units per month, may receive a 
special support through cross subsidy. Tariffs for such designated group of 
cons liners will be at least 50% of the average cost of supply. This provision will be 
re-examined after five years. 


l2. For achieving the objective that the tariff progressively reflects the cost of 
supply of electricity, the SERC would notify roadmap within six mondis with a target 
that latest by the end of year 2010-2011 tariffs are within ± 20 % of the average cost 
of supply. The road map would also have intermediate milestones, based on the 
apprcach of a gradual reduction in cross subsidy. 

I For example if the average cost of service is Rs 3 per unit, at the end of year 
2010|2011 the tariff for the cross subsidised categories excluding those referred to in 
para 1 above should not be lower than Rs 2.40 per unit and that for any of the cross- 
subsidising categories should not go beyond Rs 3.60 per unit. 


l3. ! While fixing tariff for agricultural use, the imperatives of the need of using 

jgrounjd water resources in a sustainable manner would also need to be kept in mind in 
additibn to the average cost of supply. Tariff for agricultural use may be set at 
lifferent levels for different parts of a state depending of the condition of the ground 
ivaterltable to prevent excessive depletion of ground water. Section 6^ (3) of the Act 
jrovi^es that geographical position of any area could be one of the criteria for tariff 
differentiation. A higher level of subsidy could be considered to Support poorer 
'armees of the region where adverse ground water table condition tequires larger 
quantdy of electricity for irrigation purposes subject to suitable restrictions to ensure 
tnaintdnance of ground water levels and sustainable ground water usage. 

4. [Extent of subsidy Tor different categories of consumers can be decided by the 
State jovemment keeping in view various relevant aspects. But provision of free 
electricity is not desirable as it encourages wasteful consumption ■ of electricity 
besides, in most cases, lowering of water table in turn creating avoidable problem of 
Avater shortage for irrigation and drinking water for later generations, ft is also likely 
tp leac to rapid rise in demand of electricity putting severe strain on the distribution 
ijetwotk thus adversely affecting the quality of supply of power. Therefore, it is 
ijecesspry that reasonable level of user charges are levied. The subsidized rates of 
dlectrij^ity should be permitted only up to a pre-identified level of consumption 
Ijeyon^ which tariffs reflecting efficient cost of service should be charged from 
qonsuibers. If the State Government wants to reimburse even part of this cost of 
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electricity to poor categc«y of consumers the amount can be paid in cash or any other 
suitable way. Use of prepaid meters can also facilitate this transfer of subsidy to such 
consumers. 

5. Metering of supply to agricultural / rural consumers can be achieved in a 
consumer friendly way and in effective manner by management of local distribution 
in rural areas through commercial arrangement with franchisees with involvement of 
panchayat institutions, user associations, cooperative societies etc. Use of self closing 
load limitors may be .encouraged as a cost effective option for metering in cases of 
“limited use consumers*’ who are eligible for subsidized'electricity. 

8.4 Definition of tariff components and their applicability 

1. Two-part tariffs featuring separate fixed and variable charges and Tirtie 
differentiated tariff shall be introduced on priority for large consumers (say, 
consumers with demand exceeding 1 MW) within orje year. This would also 
help in flattening the peak and implementing various energy conservation 
measures. 

2. The National Electricity Policy states that existing PPAs with the generating 
companies would need to be suitably assigned to the successor distribution 
companies. The State Governments may make such assignments taking care 
of different load profiles of the distribution companies so that retail tariffs are 
uniform in the State for different categories of consumers. Thereafter the retail 
tariffs would reflect the relative efficiency of distribution companies in 
procuring power at competitive costs, controlling theft and reducing other 
distribution losses. 

3. The State Commission may provide incentives to encourage metering and 
billing based on metered tariffs, p^icularly for consumer categories that are 
presently unmeteredl to a large extent. The metered tariffs and the incentives 
should be given wide publicity. 

4. The SERCs may also suitably regulate connection charges to be recovered by 
the distribution licensee to ensure that second distribution licensee does not 
resort to cherry picking by demanding unreasonable connection charges. The 
connection charges of the second licensee should not be more than those 
payable to the incumbent licensee. 

8.5 Cross-subsidy surcharge and additional surcharge for open access 

8.5.1 National Electricity Policy lays down that the amount of cross-subsidy 
surcharge and the additional surcharge to be levied from consumers who are 
permitted open access should not be so onerous that it eliminates competition which 
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isi intenjded to be fostered in generation and supply of power directly to the consumers 
tljrougll open access. 


^ consumer who is permitted open access will have to make payment to the 
generator, the transmission licensee whose transmission system^ are used, 
distribition utility for the wheeling charges and, in addition, the c^oss subsidy 
surcharge. The computation of cross subsidy surcharge, therefore, needs to be done 
ir a manner that while it compensates the distribution licensee, it does not constrain 
ir troduction of competition through open access. A consunier would hvail of open 
access only if the payment of all the charges leads to a benefit to him. While the 
ir terestj of distribution licensee needs to be protecte.d it would be essential that this 
provision of the Act, which requires the open access to be introduced in a time-bound 
n anneij, is used to bring about competition in the larger interest of considers. 


I Accordingly, when open access is allowed the surcharge for the purpose of 
section^ 38,39,40 and sub-section 2 of section 42 would be commuted as the 
differei^ce between (i) the tariff applicable to the relevant category of consumers and 
(i i) the cost of the distribution licensee to supply electricity to the consumers of the 
ajiplica^le class. In case of a consumer opting for open access, th$ distribution 
licensee could be in a position to discontinue purchase of power at the margin in the 
merit order. Accordingly, the cost of supply to the consumer for this purpose may be 
compuKd as the aggregate of (a) the weighted average of power piprchase costs 
(inclusive of fixed and variable charges) of top 5% power at the margin, excluding 
liquid.mel based generation, in the merit order approved by the SERd adjusted for 
averag^ loss compensation of the relevant voltage level and (b) th^ distribution 
charge^ determined on the principles as laid down for intra-state transmission 
charges. 


Sjirch^rge formula: 

S = T- [C(l+L/ 100) + D] 

)A^ere j 

i I 

Siis thd surcharge 

Tis thej Tariff payable by the relevant category of consumers; 

C is the Weighted average cost of power purchase of top 5% at the margin excluding 
liijuid ftiel based generation and renewable power 

Dj is th^ Wheeling charge 

Li is th^ system Losses for the applicable voltage level, expressed as a percentage 
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The cross-subsidy surcharge should be brought down progressively and, as far 
as possible, at a linear rate to a maximum of 20% of its opening level by the year 
2010-11. 

i . 

8.5.2 No surcharge would be required to be paid in terms of sub-section (2) of 
Section 42 of the Act on the electricity being sold by the generating companies with 
consent of the competent government under Section 43(A)(1)(c) of the Electricity 
Act, 1948 (now repealed) and on the electricity being supplied by the distribution 
licensee on the authorisation by the State Government under Section 27 of the Indian 
Electricity Act, 1910 (now repealed), till the current validity of such consent or 
authorisations, 

8.5.3 The surcharge may be collected either by the distribution licensee, the 
transmission licensee, the STU or the CTU, depending on whose facilities are used 
by the consumer for availing electricity supplies. In all cases the amounts collected 
from a particular consumer should be given tg the distribution licensee in whose area 
the consumer is located. In case of two licensees supplying in the same area the 
licensee from whom the consumer was availing supply shall be paid the amounts 
collected. 


8.5.4 The additional surcharge for obligation to supply as per section 42(4) of the 
Act should become applicable only if it is conclusively demonstrated that the 
obligation of a licensee, in terms of existing power purchase commitments, has been 
and continues to be stranded, or there is an unavoidable obligation and incidence to 
bear fixed costs consequent to such a contract. The fixed costs related to network 
assets would be recovered through wheeling charges. 


8.5.5 Wheeling charges should be determined on the basis of same principles as laid 
down for intra-state transmission charges and in addition would include average ' 
loss compensation of the relevant voltage level. 


8.5.6 In case of outages of generator supplying to a consumer on open access, 
standby arrangements should be provided by the licensee on the payment of tariff for 
temporary connection to that consumer category as specified by the Appropriate 
Commission. . 

9.0 Trading Margin 

The Act provides that the Appropriate Commission may fix the trading 
margin, if considered necessary. Though there is a need to promote trading in 
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el^ctric^ for maKing the markets competitive, the Appropriate Commission should 
mjinitoij the trading transactions continuously and ensure that the electricity traders 
dq not [indulge in profiteering in situation of power shortages. Fixing of trading 
margin ^hould be resorted to for achieving this objective. 

1 ^ 

I I 

! I U, N. PANJIAR, Addl. Secy. 
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